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Approved For Release 2000/04/18 : CIA-RDP81B00879R000100080036-8 
The following items listed on pages 1 thru 4 
were purchased under SPO 71696 and have been diverted 
to SPO 71945 as Custumer furnished 
QUANTITY PART NUMBER DESCRIPTION VALUE 

2 Fused silica blanks $260. ea 
8" diam. x 3/4" thick 

4 1471 Mounted objective lens $ 32. ea 
Clear aperture 
3%" focal lens 48" 

1 31-58-90 Variable focus achromatic $139. 
condenser 

4 83 Palmgren rotary table $ 79.95 ea 
with rotary feed ; 

1 87208 | Spectrum tube power $ 37.50 
supply 

1 87302 Sodium Arc Bulb $ 21. ea 

1 104 mm EFL Objector $ 7.50 ea 

2 Columbian Porcelain $ 2.25 ea 
Enamel Graduates 64-oz. 

1 Kodak Combination Funnel $§ 2.15 

5 Leedal Film Pack Hanger $§ 1.55 ea 
4" x 5" size 

1 Nikor Adjustable Cut Film $ 19. ea 
Up to 4" x 5" 

1 73425 Time Switch, Gralab §$ 23.95 ea 

2. Universal #1 
2 19080 Support, iron, tripod $ 6.50 ea 


base #3 
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USED ON 


Window program 


Scene spectra evaluator 


Scene spectra evaluator 
Miscellansous: 
Scene spectra evaluator 


Scene spectra evaluator 
v/H Sensor 


Darkroom 


Darkroom 


Darkroom 
Darkroom 


Miscellaneous: Equipment 


Hiscellaneous:: 


"SPO 71696 


QUANTITY 


Approved For Release 2000/04/18 : CIA-RDP81B00879R000100080036-8 


PART NUMBER 
12139 


12253 


88056 


88056 


87300 


19089 
70,174 


30,293 


897 


DESCRIPTION 


Clamp, condenser, double 
V-Jaw 


Clamp, Burette, Large #1 


Clamp, C-Type #1, 3" 
Opening 


Clamp, C-Type #3, 
6" Opening 


Sodium Arc Lamp 


Lab Jack 


Low Power Microscope 
Coated Optics 


40 Power Accessory Objective 


Transistor Chassis Kit 22X 
4" x 5" Speed Graphic 
Camera, Pacemaker Speed 
162 mm. Oplek: hens F/4.5 
with Focal Plane Shutter 


Polaroid Cut Back for 
Above Camera 


4" x 5" Cut Film Holders 


&" x 5" Plate Holders 


SEI Exposure Meter 


$ 3.25 


$103.00 


§ 37.50 
$ 22.95 


$ 4.75 
$ 10.50 


$280, 00 


$ 63.59 


§ 4.00 
$ 5.90 


$153.00 
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ea 


ea 


ea 


ea 


ea 


ea 


ea 


Page 2 of 4 


USED ON 


Miscellaneous 


Miscellaneous 


Miscellaneous 
Miscellaneous 
Photographic evaluation 
equipment 

Miscellaneous 


V/H Sensor 


Above 
Electronic Experiments 


Photographic Equipment 


Photographic Equipment 


Darkroom Use 


Miscellaneous Photographic 
Developing 


Photographic Work 


Photographic Work 


_ SPO 71696 


QUANTITY 
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PART NUMBER 


85ES8 
400 
T84A-DLX 


70,161 


1756 


542-0021 


H-18360 


H-18360 
H-18360 
750-5 


DESCRIPTION 


Collapsible Bellow 


for Praktina Reflex Camera 


Viking Tape Deck 
Viking Consolette 
Robins Tape Splicer 
7" Aerial Camera Lens 


35 mm Daylight Film 
Loader - Watson 


35 mm Cassettes (Leits) 


10 Power Microscopic 
Eye Piece 


Fused Silica Blanks, 
8" diam x .9" thick 


Condensing Lens 6" 
diam , 18" ¥. L. 


Off Axis Film Guide 


Stainless Steel Bucket 
with Carrying Handle 


5 ec Graduate with 0.1 
cc Increments 


100 cc Graduate 


1000 cc Graduate 


Ohaus Triple Beam Balance 


with metric ecale 


VALUE 


$ 47.60 


$143.00 
$ 14.00 
$ 11.50 
$ 39.95 
$ 7.00 


$ 3.00 


$ 24.00 


$327.50 


$ 6.70 


$567.00 


$ 15.60 
$ 1.18 


§ 1.%4 


§ 5.52 


ea 


ea 


ea 


$ 15.00 © 
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Accessory for above 


V/H Sensor 

For above 

Viking Tape Recorder 
Scene Spectra Evaluator 


Darkroom use 


Darkroom use 


Darkroom use 
Window program 
Scene Spectra Analyzer 


Film Rewind Stand 


Darkroom 
Darkroom 


Darkroom 
Darkroom 


Darkroon 


Darkroom 
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SPO 71696 
QUANTITY PART NUMBER 
4 
1 
1 31+10-+27-01 
1 31-11-78-01 


1 L161D 


DESCRIPTION 


8" x 10" x 14" Stainless 
Steel Trays 


Kodak Procesa Thermometer 


Microscope Objective E.F.L. 
8 mm for use with 160 mm 
Tube and Cover Glass with 
working distance of 1.6 mm 


Apochromatic Microscope 
Objective for use without 
cover glass and with 160um 
Tube. 


Gaertner Adjustable Slit 


VALUE 


$ 10.00 ea 


$ 8.00 


$ 35.00 


$139.00 


$125.00 
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Darkroom 


Darkroom 


Microdensitometer 


Microdensitometer 


Microdensitometer 


